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The Portable 
High Frequency Coil. 


The high frequency current in the last few 
years has made wonderful and rapid progress, 
and it has now passed all other forms of elec- 
tricity as a therapeutic agent and is at the 
present time more used than all other forms 
of electricity combined. It has properties that 
no other current has and most of the proper- 
ties that all other currents have. It is germi- 
cidal, sedative, stimulating, irritating, cautery 
and stiptic in effects. It is simple and easy to 
operate, as it possesses no polarity, either posi- 
tive or negative, to confuse the operator, for 
instance, in the use of the galvanic current, if 
the negative pole should be used where the 
positive is indicated, harm would be the result, 
while in the high frequency current no such 
nustake can be made. The amount of current 
to be used can be tested or measured by the 
length of spark from the electrode to the hand 
(and will be given under each electrode in 
following pages) and can be readily governed 
by the thumb-screw in the side of the coll 
case, so when it is spoken of as %4-inch, %4- 
inch, 34-inch spark, it is tested as above stated. 

In regard to the Portable High Frequency 
Coil that this booklet represents, I will not 
say too much other than it is small, light, 
convenient to operate, portable, effective and 
efficient and any physician after using the 
Portable High Frequency Coil will be well 
pleased with it and the results obtained. 
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Directions for operating the Portable 
High Frequency Coil. 


Serew the plug attached to the coil case into 
any clectric Iieht socket not excecding 115 
volts, either alternating or direct current. 
Place the electrode to be used in the handle 
and turn current on at the socket, and should 
the vibrator fail to buzz, turn the adjustment 
screw in the side of the coil case one way or 
the other until the vibrator starts, then reg- 
ulate the spark according to need in the same 
manner. If the vibrator is buzzing and no 
current in the elec'rode, hold electrode in the 
hand for a few seconds and the warmth from 
the hand will break down the vacuum and al- 
low the current to flow, 


CAUTION. 


Never turn the adjustment screw in the side 
of the coil case so far ih that it stops the 
buzzing of the vibrator and leave it stopped, 
as it will short circuit and burn out the coil, 
as this is only to adjust the amount of curren‘ 
and not to shut it off. Always turn off cur- 
rent at socket same as a lamp when not in 
use, 


GUARANTEE. 


The Portable High Frequeney Coil is guar- 
anteed for one year, and any defect during that 
time will be repaired free of charge. But the 
electrodes being made of glass and are 
naturally fragile, we can not e@uarantce them. 
Should the purchasers have the misfortune to 
damage their coil, it will be repaired at cost, 
express charges included. 
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CAUTION. 


In scalp treatment NEVER nse lotion contain- 
ing more than 406> alcohol before using cur- 
rent, as the current coming in contact with 
io might ignite and burn the hair. Always use 
current lirst. 








Price, 75 cts. 


The surface electrode is used in the follow- 
ing treatments: Rheumatism, Neuralgia, Neu- 
ritis. Lumbago, Neurasthenia, Skin Troubles, 
Spinal Irritation, Spraims, Headache and for 
stitnulating nerve centers, goitre, etc. 


When a stimulating or irritating effect is 
desired, hold the electrode ‘%4-inch from the 
skin or treat through clothing. 


When a sedative or germidicial effect is de- 


sired. keep in contact with skin and slowly 
TH 


a 


in motion. Treatment 14-inch spark, 3 to 5 
minutes. 








No, 2 Price, $1.50 
The Vaginal Electrode is used for Ovaritis, 


Endometrites. Leucorrhea, Vaginitis and all 
pelvic inflammation: it also tones rp all pelvic 


organs, bi-inch spark, 5 to 7 minutes. 
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No. 3 Price, $1 50 i 


rhoids, Proctitis, Prolapse of Rectum, Pruri- 
tis Ani, Paralysis of Sphincter, ete. ™%4-inch 
spark, 3 to 8 minutes. 


The Rectal Electrode is used for Hemor- | 





fa = = _——— —————— EEE eS 





No. 4 Price, $1.50 


The Urethral Electrode is used for Cystitis, 
Strictures, Gonorrhoea, ete., %4-inch spark, 3 
to 8 minutes. 





No. 5 Price, $1.50 


The Intra-Utrine Electrode is used for Ste- 
nosis of the Cervix, Amenorrhea, Dysmenor- 
rhea, Ulcers of the Cervix, Endometritis, ete., 
14-inch spark, 3 to 5 minutes. 





No. 6 Price, $1 50 


The Nasal Electrode is used for Rhinitis, 
Nasal Catarrh, etc., %-inch spark, 3 minutes 
each side. 
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No. 7 Price, $1 00 


The Fulgeration Electrode is used for vas- 
cular growths, such as warts, moles, Hemor- 
rhoids, Granulation, ete., %-inch spark, 30 to 
60 seconds. 








Price, 75 cts. 


The Eye Electrode is used for Blepharitis 
Marginalis, Iritis, Retinitis, Atrophy of the 
optic nerve, Conjunctivitis, Trachoma, Glau- 
coma, Incipient Cataracts, Paralysis of the 
Ocular Muscles, Intra-Ocular Hemorrhage, 
etce., 44-inch spark, 3 minutes each eye. 














No. 9 Price, $3.00 


The Double Dilator is used for Rectol Dila- 
tion, combined with the high-frequency cur- 
rent and for Recto! and Prostate diseases, also 
increases respiration, stimulates the sympa- 
thetic nerve system and increases capillary 


circulation, 14-inch spark, 5 to 7 minutes. 
Made in three sizes, small, medium and large. 
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No. 10 Price, $1.50 


The Tonsil Electrode is used for Tonsilitis, 
Ilypertrophy of the Tonsil and Ulcers of the 
Tonsil, ete., '4-inch spark, 3 minutes. 
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No. 11 Price, $1.50 


The Dental Electrode is used for Receding 
of the Gums, Pyorrhea and Preservation of 


the Teeth, 44-inch spark, 3 to 5 minutes. 
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No. 12 Price, 3,50 


The Sigmoid Electrode chronic cases fre- 
quently present upon careful examination ir- 
ritable spots in the lower sigmoid of which 
they were unaware, and which consequently 
are usually overlooked by physicians. Indeed, 
when the existence of irritability of the sig- 
moid has been discovered, there has been no 
adequate means of relief until the sigmoid elec- 
(rode waa invented a few months ago. Many 
dactors are now using it with such satistac- 
tion that they are all, without exception, loud 
in their praise ot it, 
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No. 13 Price, £6.00 


The Ozone Inhaler is used for Hay-fever, 
Asthma, Rhinitas, Nasal Catarrh, Colds, Bron- 
kil-trouble and any irritation of the nasal 
canal; use 5 to 8 minutes. 
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No. 14 Price, &3.00 


The Condenser’ Electrode is especially 
adapted for skin diseases and deep-seated mus- 
cular troubles, 34-inch spark, 5 to $ minutes. 











No: -15 Price, $1.00 


The Cavity Fulgeration is used for remov- 
ing growths in the rectum and vagina in con- 
nection with the glass speculum. 
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No. 16 Price, $1.50 


The Prostate Electrode is used for Proc- j 
titis and Hypertrophy of Prostate Glangs, etc., 
14-inch spark, 3 to 5 minutes, 





Price, $2.00 


The Comb Electrode is used in all Scalp 
Treatments for Falling Hair, Eczema, Dan- 
druff, oily or dry scalp, and restores abnor- 
mal scalp to normal. 

The Portable High Frequency Coil with one 
surface electrode and carrying case, $25.00 | 

The price of electrodes will be found under 
each on previous pages. 

Dr. Noble M. Eberhart’s Manual on High 
Frequency Current will be found very useful 
to the operator and will be furnished at $2.50 
each, 

The Portable High Frequency Coil with 
eight electrodes and carrying case does not 
exceed four pounds. 


Address all communications to the 
Portable High Frequency Co. 
58-60 W. Washington Street 
CHICAGO, ILL. 
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